FALL/WINTER SCHEDULE 
FAIRMOUNT LINE Effective October 17, 2022 


Monday to Friday 


Inbound to Boston AM PM 

ZONE STATION TRAIN 900 902 904 906 908 910 912 914 916 918 | 920 922 924 926 928 930 932 934 936 938 940 942 944 946 
Bikes Allowed SS FH FH SH |) SH SH SH cH) SH HS | 5S | SH) SH) SH SH SH HS | HS SH SH S S & | & 

2 Readville & |) 445 | 5:45 | 6:30 | 7:15 | 8:00 | 8:45 | 9:30 | 10:15 | 1:00 | 11:45 | 12:30 | 115 | 2:00 | 2:45 | 3:30 | 415 | 5:00 | 5:45 | 6:30 | 7:15 | 8:00 | 8:45 | 9:30 | 10:15 


£4:49 5:49 6:34 7:19 8:04 8:49 £9:34 £10:19 £11:04 11:49 |/f12:34 £1:19 f2:04 2:49 £3:34 f4:19 f5:04 5:49 f6:34 7:19 f8:04 f8:49 £9:34 | f10:19 
f4:52 | 5:52 6:37 722 8:07 8:52 9:37 £10:22 £11:07 11:52 |f12:37 £1:22 f2:07 f2:52 3:37 4:22 f5:07 f5:52 f6:37 7:22 8:07 f8:52 f9:37 f10:22 
f4:55 | 5:55 6:40 7:25 8:10 8:55 9:40 £10:25 £11:10 11:55 /f12:40 £1:25 f2:10 2:55 f3:40 4:25 5:10 f5:55 6:40 7:25 £810 f8:55 9:40 f10:25 
£4:58 5:58 6:43 7:28 8:13 8:58 9:43 £10:28 f11:13 f11:58)f12:43 f1:28 f2:13 f2:58 f3:43 4:28 f5:13 f5:58 6:43 7:28 f8:13 f8:58 f9:43 f10:28 
£5:01 6:01 6:46 7:31 8:16 9:01  £9:46 £10:31 £11:16 f12:01/f12:46 £1:31 | f2:16 | £3:01 f3:46 4:31 f5:16 £f6:01 f6:46 7:31 f8:16 9:01 f9:46 | f 10:31 
£5:04 6:04 6:49 7:34 8:19 9:04 9:49 10:34 11:19 £12:04|f12:49 1:34 f2:19 3:04 f3:49 4:34 f5:19 6:04 f6:49 f7:34 f8:19 9:04 f9:49 | f10:34 
£5:07 6:07. 6:52 7:37 8:22 9:07 £9:52 10:37 £11:22 f12:07)/f12:52 1:37 f2:22 3:07 f3:52 4:37 £5:22 6:07 f6:52 f7:37 f8:22 9:07 9:52 10:37 
Sal>) 6:15 7:00 7:45 8:30 9:15 | 10:00 | 10:45 | 11:30 | 12:15 1:00 1:45 2:30 3:15 4:00 4:45 5:30 6:15 7:00 7:45 8:30 9:15 10:00 10:45 


1A Fairmount 

1A Blue Hill Ave 

1A Morton Street 

1A Talbot Ave 

1A Four Corners/Geneva Ave 
1A Uphams Corner 

1A Newmarket 

1A South Station 


f-fl-fa-G 


Monday to Friday 


Outbound from Boston AM PM 
ZONE STATION TRAIN# 903 905 907 909 91 913 915 917 919 921 923 925 927 929 931 933 935 937 939 941 #943 945 947 731 
Bikes Allowed b FF Fo S| Sb dH SH SH S|] 5 | dH SH SH SH HH) S | So) S| SH SH SH | S&S FS & 


1A South Station & 5:45 6:30 TAS 8:00 8:45 9:30 10:15 11:00 11:45 12-30 aS 2:00 2:45 330) 4:15 5:00 5:45 6:30 7AS 8:00 8:45 9:30 10:15 11:00 
1A Newmarket & 5:53 £6:38 7:23 £8:08 £8:53 | 9:38 10:23 f11:08 f11:53]f12:38 1:23 2:08 | f2:53 3:38 4:23 5:08 5:53 6:38 7:23  f8:08 | 8:53 | £9:38 10:23 f11:08 
1A Uphams Corner & £5:55 £6:40 £7:25 8:10 f8:55 f9:40 10:25 £11:10 £11:55/f12:40 £1:25 £210 2:55 3:40 4:25 Ba) IByaIS) 6:40 7:25 f8:10 f8:55 f9:40 10:25 f 11:10 
1A Four Corners/Geneva Ave & £5:58 6:43 7:28 £813 | f8:58 f9:43 10:28 11:13 £11:58|f12:43 £1:28 2:13 2:58 3:43 4:28 5:13 5:58 6:43 7:28 f8:13 f8:58 f9:43 10:28 f 11:13 
1A Talbot Ave & £6:01 £6:46 £7:31 f£8:16 £9:01 f9:46 £10:31 £11:16 £12:01]}f12:46 1:31 2:16 f3:01 3:46 4:31 5:16 6:01 6:46 £7:31 8:16 £9:01 £9:46 10:31 f 11:16 
1A Morton Street & 6:04 £6:49 7:34 £8:19 | 9:04 | 9:49 10:34 £11:19 £12:04/f12:49 £1:34 2:19 3:04 3:49 4:34 5:19 6:04 6:49 7:34 £f8:19 | 9:04 | £9:49 10:34 f 11:19 
1A Blue Hill Ave & 6:07 £6:52 7:37 £8:22 9:07 f9:52 10:37 f11:22 £12:07/f12:52 £1:37 £2:22 3:07 3:52 4:37 522) 6:07 6:52 7:37 £8:22 9:07 £f9:52 10:37 f11:22 
1A Fairmount & £610 6:55 7:40 £8:25 | £9:10 £9:55 £10:40 £11:25 £12:10|f12:55 1:40 2:25 3:10 3:55 4:40 5:25 6:10 6:55 7:40 | 8:25 | 9:10 | £9:55 10:40 f11:25 
2 Readville 6 6:15 7:00 7:45 8:30 9:15 10:00 | 10:45 | 11:30 12-15) 1:00 1:45 2:30 3:15 4:00 4:45 530) 6:15 7:00 7:45 8:30 915 10:00 10:45 11:30 
Keep in Mind: Schedules may change in 
Weekend This schedule will be effective from October 17,2022 the event of severe weather 


Inbound to Boston AM PM andl will replace: ie achedule-or May aa, 2022; The MBTA and Keolis closely monitor 


. . weather forecasts to determine if 
SATURDAY TRAIN # 1902 1904 1906 1908] 1910 1912 1914 1916 1918 1920 1922 1924 Holiday Service conditions necessitate changes to the 
ZONE STATION SUNDAY TRAIN # 2902 2904 2906 2908] 2910 2912 2914 2916 2918 2920 2922 2924 Sly ati re a a nT Ey oe Commuter Rail schedule. 
j riday, November ; ay after Thanksgiving), : 
: mere gE dD db FO] 5® 5 do hh FG FH FD Sunday, December 25th, 2022 (Christmas Day), Monday, During weather events, the symbols 
eadville 


' : : : : . : ; : ; : below will communicate service level 
7:30 | 9:00 | 10:30 | 12:00 | 1:30 | 3:00 4:30 6:00 7:30 9:00 10:30 December 26th, 2022 (Christmas Day observed), Sunday, and impact on passengers. Sanice level 
1A Fairmount 
1A Blue Hill Ave 


f6:03 f7:33 9:03 f10:33]f 12:03 1:33 f3:03 f4:33 £6:03 7:33 19:03 10:33 January Ist, 2023 (New Year's Day), Monday, January 2nd, _for the following day will be announced 
£6:06 7:36 9:06 f10:36]f 12:06 f1:36 £3:06 £4:36 6:06 f7:36 9:06 110:36 2023 (New Year’s Day observed) and on Monday, February mid-afternoon on the prior day. 

1A Morton Street 

1A. Talbot Ave 


6:09 f7:39 f 9:09 f 10:39}f 12:09 f1:39 f3:09 f4:39 f6:09 f7:39 f9:09 f 10:39 20th, 2023 
1A Four Corners/Geneva Ave 


(ong 
se 


(President’s Day) all lines will operate on a weekend REGULAR 


6:11 | 7:41 £ 9:11 |f 10:41} f 12:11 £1:41 3:11 £4:41 | £6:11 | £7:41 | £9:11 f 10:41 


schedule. 
7:44 £9:14 £10:44]f12:14 £1:44 £3:14 £4:44 £6:14 £7:44 £9:14 £10:44 SCHEDULE 
Trains will operate 


a ol tal Ea 
Fy 
= 


1A Uphams Corner F617 F747 F9:17 £10:47/f 12:17 4:47 £317 f4:47 F617 7:47 9:17 £10:47 On Monday, January 16th, 2023 (Martin Luther King Jr. Day) on anormal 

1A Newmarket 6:19 £7:49 f9:19 f10:49|f 12:49 f1:49 F349 f4:49/ 6:19 £7:49 f9:19 f10:49 and on Monday, April 17th, 2023 (Patriot’s Day), all lines will schedule. 

1A. South Station 6:28 7:58 9:28 10:58|1228 158 328 4:58 628 7:58 9:28 10:58 Operate on a regular weekday schedule. 

Weekend For all holiday schedules, please check MBTA.com/ STORM 
SCHEDULE 


Outbound from Boston AM PM holidays or call 617-222-3200. 


SATURDAY TRAIN # 1903 1905 1907 1909} 1911 1913 1915 1917 1919 1921 1923 1925 


Major changes to 
the regular schedule. 
Schedules will be 


Fo Times in purple with “f“ indicate a 


ZONE, STATION SUNDAY TRAIN # 2903 2905 2907 2909] 2911 2913 2915 2917 2919 2921 2923 2925 j 
Seen flag stop: Passengers must tell the ee ee 
ikes Allowed d® | 5H | 5H | FH | GH | SH | FB | dB | GH | dB | GB | GB conductor that they wish to leave. , 
1A South Station & 6:50 8:20 9:50 | 1:20 } 12:50 2:20 3:50 5:20 6:50 8:20 9:50 11:20 Passengers waiting to board must 
1A Newmarket & 16:58 £8:28 £9:58 f11:28|f 12:58 f2:28 £3:58 £5:28 6:58 £8:28 f9:58 f 11:28 be visible on the platform for the NO SERVICE 
1A Uphams Corner 7:00 | f 8:30 f 10:00 f 11:30] f 1:00 f 2:30 f 4:00 f5:30 f 7:00 | f 8:30 f 10:00 f 11:30 train to stop. No passenger 
service on 
1A. Four Corners/Geneva Ave = 6 _:_f7:03 f 8:33 f 10:03 f 11:33] f 1:03 f2:33 4:03 5:33 f7:03 f 8:33 f 10:03 f 11:33 . : Commuter Rail 
1A. Talbot A’ 7:06 f 8:36 f 10:06 f 11:36] f 1:06 2:36 f4:06 f5:36 f7:06 f 8:36 f 10:06 f 11:36 om Bikes, Bicycles ero now allowed on , 
albot Ave ee sii ba flail a ad heel od hard oes all Fairmount Line trains 
1A. Morton Street & 7:08 £8:38 f 10:08 f 11:38| f1:08 2:38 f4:08 f5:38 f7:08 f8:38 f 10:08 f 11:38 
1A Blue Hill Ave 7:10 8:40 f 10:10|f 11:40] f 1:10 |f2:40 4:10 £5:40 7:10 8:40 f 10:10 f 11:40 L High level platform and bridge 
1A Fairmount & £713 8:43 10:13 f 11:43] £1:13 f2:43 £4:13 5:43 £7:13 f8:43 10:13 f 11:43 O plate available. Visit mbta.com/ 


2 Readville & 718 | 848 1018 1:48] 118 2:48 418 5:48 (718 8:48 10:18 11:48 accessibility for more information. 


Massachusetts Bay Visit Customer Service Follow Download the 
(T) Transportation Authority I<@ OLIS MBTA.com v 617-222-3200 @MBTA_CR () mTicket App 


